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Mr . Robert L. Kersey 
Dr- Preston H. Leake 
Mr. Larry A. Lyerly 
Mr. Leo F. Meyer 
Dr. R. A. Sanford 
Dr. Fred Schultz • 


Gentlemen: 


Enclosed is a copy of the long awaited FTC report. I 
understand it was released to the press yesterday afternoon 
and is scheduled to appear in the Federal Register today. 


Yours truly. 
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Dr. Richard Manning 
Ralph L. Rossi 
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